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B1*A  to  study  d-t  transmission— an  undertaking  with  mamdatturers—  l  lie  Bonneville 

I’ower  Administration  has  identilied  high-voltage  d-e  transmission  as  a  major  sindv  target, 
which  might  yield  extiling  results  lor  extra  long  tlistame  point-to-point  transmission  siuh  .is 
the  (onditions  ollered  by  the  proposeil  Bonneville-Cialiiornia  tie. 

Ibider  way  ttKlay  are  aggressive  engineering  studies  ol  il  t  transmission  tet  hniijues,  both  in 
this  (onniry  and  abroad.  In  addition,  Bl*.\  ollitials  are  tliscussing  R&l)  toiuratts  with  inan- 
ulat inters  in  the  hope  that  within  six  months  they  tan  present  the  Interior  Department  with 
an  engineering  report.  This  re|Jori  woulil  substantiate  a  reipiest  lor  a  million-dollar  appro¬ 
priation  that  wrtuld  place  the  Bl’.A-manufatturer  Riel)  projed  under  a  lull  head  ol  steam. 

The  ultimate  systcmi  to  grow  out  ol  the  R&l)  ellori  would  be  a  lOO  kv  (±200  kv)  system, 
whidi  Bl*.\  would  test  over  a  hnnilreil-mile  ilistance  on  existing  2H()  kv  lower  line.  I  he  sys 
tern  would  operate  in  parallel  with  existing  a-i  lines.  .Ml  this  would  hopelully  be  (ompleied 
two  years  alter  the  appropriation  to  provide  a  linn  ledniical  basis  lor  the  next  jump  to  800 
kv  and  actual  application  on  the  Bonneville  system. 


It’s  Nevada  Power  (io.  now.  Shareholders  <d  .Southern  Nevada  Power  (io.  voted  at  their 
annual  meeting  .May  2t)  to  change  the  name  ol  the  utility  to  Nevada  Power  do.,  ellective 
)une  1.  With  the  merger  ol  tlko  Lamoille  Power  into  the  Las  X'egas  tompany  last  Febru¬ 
ary,  operations  were  extended  into  northern  Nevada  and  heiue  the  diange  in  name.  Reid 
(.ardner,  president  and  board  diairman,  announced  lollowing  the  meeting  that  the  utilitv 
plans  to  build  a  lourlh  steam-elet  trie  generating  unit  in  1%L  .\  70,(t00  kw  addition  to 
(ilark  station  in  Fast  Las  V'egas  is  scheduled  to  be  in  operation  by  inid-jnly. 


Portland  (ieiieral  Elcxtric  do.  has  given  a  $2Lbbb  (ontract  to  Washington  State  I'niver- 
sity's  Division  ol  liulnstrial  Research  at  Pnlltnan,  Wash.,  to  make  model  studies  on  a  combi 
nation  iliversion  tunnel  and  spillway  proposed  lor  P(.K's  $(>8  million  Round  Bntie  Dam 
project  on  the  Desduiies.  Lhe  tunnel  will  be  1,710  It  long  and  21  It  in  diameter.  It  will 
serve  as  a  diversion  (hannel  during  (onstrnction  and  as  a  spillway  alter  the  dam  is  loin- 


pleted. 


'Lentative  agreement  has  been  readieil  between  .San  Diego  (.as  Js:  tier  trie  (io.  and  ineni 
bets  ol  Loial  1().5,  IBKW,  on  wage  increases,  pension  and  c<K>perative  savings  plans.  The 
wage  increase,  retroadive  to  .Mardi  1.  will  be  Di .  11.  (..  Dillin,  (ompany  president,  said 
the  benelits  will  be  extended  to  derical  and  tedinical  employees  not  in  the  union.  The 
pension  and  savings  plan  reipiires  SFd  approval,  expected  by  |nly  1,  conipanv  ollidals  said. 


.\t  the  recpiest  ol  IBFW  Local  18‘{,  the  Laconia  I'tility  Board  has  moved  to  rescind  an 
extra  wage  bcMist  it  had  ap|>roved  lor  electrical  inspectors.  Lhe  city's  new  contract  with  the- 
local  is  pending  belore  the  (iity  Lonncil.  The  board  earliei  had  voted  to  ecpiate  the  p.iy  ol 
inspectors  with  line  crew  loremen  rather  than  with  journeymen  linemen,  a  dilleience  ol 
about  .  It  took  this  action  upon  the  urging  ol  Board  .Member  Bradlev,  a  lormer 

IBF.W  business  agent.  Lhe  union  protested,  however,  and  caused  Bradley  to  change  his 
mind.  Lhe  new  contiact  provides  lor  an  increase  ol  slightly  more  than  Li  lor  some  180 
Lity  Light  employees. 


Washington  Water  Power  Lo.  has  lesnmed  constiuction  ol  a  1,5-mile.  55,(K(()-v  power  line 
Irom  (.rangeville,  Idaho,  to  F.lk  ('.ity,  Idaho,  lollowing  agreement  with  the  I'.  .S.  Forest  .Set- 
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The  “What’s  Cooking  in  ’61”  program  sponsored  by  the 
Commercial  Cooking  Committee  at  the  recent  P.C.E.A. 
Business  Development  Conference  provided  visual  dem¬ 
onstration  of  the  new  concepts  in  food  preparation  which 
will  he  the  sales  tools  for  building  an  increasingly  larger 
market  for  our  product. 

Cooking  with  electrons  on  the  Radarange;  an  automatic 
fryer  that  thinks  for  itself;  new  designs  in  surface  broilers; 
and  a  demonstration  by  the  Coffee  Brewing  Institute 
were  all  part  of  this  interesting  program. 

The  panel  discussion  which  followed  was  composed  of 
members  representing  various  segments  of  the  food  service 
industry.  It  was  from  discussions  such  as  these  that  our 
objectives  for  1962  were  derived. 

First  ...  to  establish  a  manufacturers'  training  program 
for  utility  servicemen.  The  results  of  such  a  course  would 
benefit  the  customer,  the  utility,  and  the  manufacturer. 

Second  ...  to  establish  a  cooperative  advertising  and 
promotion  program  between  manufacturer  and  the  utilities 
to  eliminate  overlap  and  duplication  of  individual  effort. 

Third  ...  to  investigate  the  possibility  of  an  industry 
subsidy  for  commercial  establishments  who  install  “more 
than  adequate”  wiring,  on  the  premise  that  our  market 
potential  for  new  electric  cooking  devices  is  limited  by 
the  wire  capacity  of  our  customers.  We  could,  in  other 
words,  win  the  promotional  fight  to  sell  "All  Electric — 
All  the  Time"  but,  because  of  limited  wiring  capacity  lose 
the  battle  to  close  the  sale. 

In  actively  investigating  suggestions  such  as  these,  the 
Commercial  Cooking  Committee  is  looking  ahead.  Why 
look  back  .  .  .  there’s  no  future  in  it! 
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vice.  Work  had  been  stalled  since  last  fall  because  of  differences  over  location  of  the  line, 
rhe  utility  plans  to  complete  the  line  by  Oct.  1  to  provide  the  first  central  station  electric 
service  at  Elk  Caty,  a  Iflth  century  ‘‘gold  rush”  town  that  is  one  of  Idaho’s  oldest  com¬ 
munities. 

.\  controversial  “ice  curtain”  cofferdam  used  in  construction  of  Seattle  City  Light’s  new 
(iorge  Dam  on  the  Skagit  River  is  the  basis  for  a  $1,000,000  claim  filed  with  the  city  by 
.Merritt-Cdiajmian  &  Scott  Corp.,  dam  contractor. 

Pointing  out  that  the  ice  barrier  was  “a  new  and  therefore  untried”  method  of  construc¬ 
tion,  the  claim  contends  delays  were  “the  direct  result  of  improper  and  inailetjuate  ik^sign  by 
the  city.”  .\11  major  work  was  halted  for  589  days  instead  of  “about  90  days,”  which  had 
been  estimated  as  necessary  to  form  the  ice  wall,  it  declared.  An  earlier  suit  brought  against 
the  city  in  federal  court  was  dismissed  as  being  improper  until  completion  of  the  contract. 

The  city  has  claims  totaling  $1,181,000  pending  against  the  contractor,  at  the  rate  of  $1,000 
a  day  for  failure  to  complete  the  dam  on  schedule. 

\  90-ft-high  Ixriler  at  the  Arapahoe  steam-generating  station  of  Public  Service  Co.  of  (iolo- 
rado  was  wrecked  by  an  explosion  .May  22  ami  will  be  out  of  service  for  several  months. 
(Company  officials  saiil  a  preliminary  investigation  indicated  the  blast  resultetl  from  delayed 
ignition  of  an  accumulation  of  gases  in  the  boiler,  fueled  by  both  coal  and  natural  gas. 
First  estimates  placeil  the  damage  at  more  than  $25(),()()0  at  the  boiler,  valued  at  $1,500,000. 
Cienerators  on  the  other  lK)ilers  picked  up  the  load  anil  there  was  no  cutoff  of  power  ser¬ 
vice.  The  explosion  shattered  nearby  windows  and  spewed  sheets  of  corrugated  metal  over  a 
wide  area  around  the  plant  in  southwest  Denver. 

The  Wyoming  Natural  Resource  Board  has  gone  on  record  op|M>sing  construction  of  fed¬ 
eral  trammission  lines  duplicating  privately  owncxl  lines  in  the  Upper  C^olorado  River  basin. 
1  he  board  also  urged  that  Congress  “develop  waters  apportioned  to  the  upper  basins  at  the 
earliest  jrossible  date  by  channeling  to  water  development  projects  the  funds  originally  re¬ 
quested  for  an  all-federal  transmission  system.” 

Continuing  what  appears  to  l>e  a  complete  “purge”  of  the  electrical  manufacturing  indus¬ 
try,  a  Federal  Grand  Jury  in  .Milwaukee  has  indicted  six  manufacturers  of  pole  line  hard¬ 
ware.  The  new  action  is  entirely  unrelated  to  the  earlier  Philadelphia  suits. 

Utilities  are  entitled  to  reimburst*ment  from  the  state  when  their  ducts  or  wires  are  re- 
movtxl  in  a  federal  highway-tlevelopment  program,  judge  .Malcolm  Douglas  ruleil  in  King 
(bounty,  Wash.,  .Superior  Court.  W.  Bugge,  state  highways  ilirector,  had  challenged  as 
unconstitutional  a  state  law  reimbursing  utilities  as  provided  for  in  a  federal  law  under 
which  the  federal  government  pays  90^^  of  highway-program  costs.  .According  t<»  the  state 
law  federal  money  can  be  useil  for  reimbursement  of  utilities  to  the  same  degree  that  feil- 
eral  money  is  used  for  the  highway  program.  The  state  is  expected  to  appeal  the  ilecision. 

.4  program  to  help  high  school  students  get  acquainted  with  op|)ort  uni  tie's  for  engineering 
careers  in  industry  has  been  set  up  by  Pacific  Power  &  Light  (>o.  and  .Scientists  of  I'omorrow, 
a  national  organization  for  youth  education.  PP&l.  conducted  a  one-day  career  seminar  on 
June  15  for  the  high  school  age  boys  enrolled  in  tbe  Junior  Engineers’  and  .Scientists’  Sum¬ 
mer  Institute  at  Oregon  State  College.  Technically  traineil  personnel  in  the  utility’s  engineer- 
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iiig.  rcseaidi,  treasuiy  aiul  sales  depariments  were  on  liaml  to  discuss  jobs  with  the  delegates, 
(ioinnienting  on  the  jjrogram,  PP&L’s  President  Don  Medlung  said:  “Industry  helps  many  stu¬ 
dents  through  grants  and  scholarships  but  industrial  leaders  have  a  responsibility  to  try  to 
slinndate  more  young  people  to  prepare  for  worth-while  careers.” 

The  Klackfoot  Indian  Tribal  (aruncil  and  Montana  Power  do.  have  agreed  on  a  eoniracl 
that  will  permit  the  utility  to  run  a  pijjeline  across  the  reservation  to  bring  natural  gas  from 
Alberta,  (ianada.  In  the  contract  is  a  provision  that  the  utility  will  purchase  gas  that  may  be 
discovered  in  the  area  if  the  source  is  “reascinably  close  to  the  pipeline.”  Results  of  current 
deep  te^t  wells  on  the  reservation  so  far  have  not  beeti  aimotinced  in  detail. 

Installation  of  power  generators  in  Mica  Crt“ek  Dam  on  the  Clolumbia  at  the  time  of  con¬ 
struction  and  sale  of  surplus  power  to  the  United  .States  was  proposed  by  Ray  W'illiston,  B. 
(i.  .Minister  ol  Lands  is:  Forests.  .Mica  is  designed  initially  as  a  storage  dam  only.  Willistctn 
claims  that  his  plan  woidd  reduce  power  costs  in  B.  U.  and  help  pay  off  clam  costs  by  mak¬ 
ing  power  immediately  available  lor  export  sale. 

l  acom.i  has  asked  the  Pierce  Uounty  Superior  (iourt  lor  a  declaratory  judgment  in  respect 
to  Initiative  No.  25  preventing  construction  of  power  dams  on  the  Uowlit/.  The  city’s  com¬ 
plaint  asks  the  court  to  declare  the  initiative  unconstitutional  or  inapplicable  to  Uitv  Light's 
(iowlit/  project. 

For  the  lirst  time.  Nickers  will  hold  a  series  ol  its  hydraulic:  schcMtls  on  the  West  Coast. 
Primarily  lor  utility  people,  the  course  is  concerned  with  “how  and  why  a  hydraulic  circuit 
perlorms”  and  “how  to  keep  it  performing  in  the  Held.”  Fmphasis  will  be  on  hydraulic 
components  mountexi  on  mobile  ecpiipment.  Fwo-day  sessions  will  be  held  between  [uly  lb 
and  .Nug.  1  in  FI  .Segundo,  Fresno,  Lafayette,  Red  Blulf,  Portland  and  .Seattle.  .Nttendance  is 
bv  invitation.  Iidormation  and  apjtlit ations  may  be  seciirtsl  Irom  l.efirand  F.  'Ferry,  Western 
legion  manager,  .Mobile  Sales,  or  R.  .\.  .Moon,  Western  sales  representative,  I'ulsa  Products 
Division,  at  2 1  (id  F.  Imperial  Highway,  FI  .Segundo,  Calif. 

Total  electric  power  generation  in  California  will  double  by  197(1  and  increase  nearly  70*^ 
l)y  l9H(t,  according  to  a  Hainan  team  of  economists  irom  Stanlord  Research  histitute,  .Menlo 
Park,  Calif. 

1  his  month  SRI  released  a  ISb-page  study,  “Fhe  California  Fconomy:  I917-I9HO,”  which 
provides  basic  information  on  expected  developments  in  the  state's  economy  in  terms  of  in¬ 
dustrial  growth,  regional  development  and  pojndation  increases.  Its  conclusion:  that  (ialifor- 
nia  will  continue  to  grow  faster  than  the  rest  of  the  nation,  but  that  its  growth  rate  will 
not  match  that  ol  the  19.50s.  Reason  for  the  slowdown  is  absence  of  an  identifiable  large 
industry  to  lill  the  role  played  by  the  defense  industries  since  1917.  Defense  work  will  con¬ 
tinue  up,  but  not  at  the  same  accelerated  pace. 

Just  as  Electrical  .Apparatus  Service  .Assn.  Inc.  (loiinerly  NIS.N)  was  preparing  to  come 
to  San  Francisco  lor  its  annual  convention  |une  11-11,  came  word  that  its  executive  vice 
president,  joseph  .M.  Harrington,  and  its  ollice  manager.  Kenneth  B.  .Mitchell  |r.,  had 
resigned.  This  threw  the  burden  of  preparing  for  the  convention  u|jon  the  local  commit¬ 
tees  headed  by  Jack  Nan  .Alstytie  of  .Sacramento  and  brought  back  into  work  for  the  associa¬ 
tion  .Miss  .Marion  Wassell  who  had  beeti  ollice  manager  at  St.  Louis  headcptariers  until  three 
vears  ago.  .Nugust  .A.  Baechle,  who  joined  the  St.  Louis  headcpiarters  as  its  engineering  atl- 
\  iser  last  .September,  was  named  temporary  manager  until  the  board  of  directors  could  meet 
at  the  convention.  Fhe  convention  was  held  at  the  [ack  Far  Hotel  with  bancpiets  and  lunch¬ 
eons  at  othei  hotels  and  tours  arranged  by  some  ol  the  Fast  Bay  motor  and  apparatus  service 
shops. 

In  accordance  with  its  policv  of  protest  to  the  Federal  Fracle  (iotnmission  that  the  prac¬ 
tices  of  the  two  major  electrical  manufacturers  in  their  motor  and  apparatus  service  shops 
would  put  the  independent  shops  out  of  business,  no  exhibits  Irom  the  two  manufacturers 
were  accepted  at  the  F.A.S.A  convent ioti. 

To  honor  (ic*orge  Harter,  its  chapter  manager,  who  has  accepted  the  post  of  chapter  man¬ 
ager  lor  the  .Sati  Francisco  Flecirical  (iotitractois  .Nssn.  elfective  |idy  I,  the  .Santa  Ulara-.San 
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Hciiilo  (iouiuics  (iluiptcr,  NEdA,  the  Electrical  (lonsimtlion  lnclustr\  organi/ation.  and  others 
are  holding  a  testimonial  going-auay  dinner  )tme  .SO. 

kenneth  \V.  (Prison,  who  had  been  alliliated  with  a  local  (ontracting  linn,  was  selet  ted 
by  the  board  ot  direttors  ol  .Sacramento  Valley  Chapter,  NEC.\,  as  the  new  manager  lor  that 
(hapter,  Robert  1).  jewell,  attitig  manager,  announced.  He  succeeds  Joe  krivanek,  resigned. 

(iovernor  Quinn  of  Hawaii  and  Charles  Foehn,  international  vice  presiilent,  IBEW,  Dis¬ 
trict  0,  San  Francisco,  olliciated  in  the  dcHlication  of  the  new  headtpiarters  lor  Lotal  12(i0, 
International  lirotherhood  of  Electrical  Workers,  in  Hoitoltilu.  Presiilent  Henry  Rtventes  and 
Mason  .\ltiery,  business  repre,sentative  lor  the  loial,  arranged  lot  the  dedication  ol  the  Sl<»5,- 
000  Strut  t  lire  at  2S05  S.  liereiania  St. 

Vichien  Virapanish,  chief  of  the  National  Energy  .Vuthority,  Bangkok,  Thailand,  recently 
sjjent  several  months  in  California  consulting  with  utilities,  inspettion  gniups,  governmental 
ollicials  and  manulat tnrers  on  electrical  problems  that  might  prove  helphd  in  the  elecirital 
projects  in  his  touniry. 

.\s  contract  expiration  dates  neared  (June),  12  ol  the  .H7  tlispute  tases  before  the  Countil 
on  Industrial  Relations  lor  the  electrical  contracting  industry  were  from  the  West.  Cases 
were  heard  from  Phoenix,  Colorado  Springs,  (.raiul  Jiinction,  Denver,  (.real  Falls,  Boise,  .Se¬ 
attle,  Everett,  Bremerton,  Spokane,  W'enalthee  and  Stockton. 

The  same  Department  td  Justice,  which  punishetl  eletlrical  manulat  till  ing  tompanies  se¬ 
verely  lor  allotating  tontracts  among  themselves  so  that  all  might  slay  in  business,  has  now 

issued  a  warning  against  their  selling  their  protlutls  at  “unreasonably  low"  lignres  that  woidil 

kill  oil  tompelilois  anil  give  all  the  business  to  one  or  two  big  maiutlai tnrers. 

Receiving  iilentical  bills  of  published  IxMik  prices  Irom  some  15  linns,  the  Bureau  ol  Ret  la- 
mation  threw  out  the  bitls  on  transmission  line  materials  lor  Central  Valley  project  in  (  ali- 
Irnia  anti  the  Colorailo  projet l  in  the  mountain  states.  New  bitls  were  invitetl  with  an 
antit ollusion  ilaiise. 

Wasatch  Line  Cim.sti uction  (io.  ol  .Salt  Lake  City  reteiveil  the  lontratl  Irom  the  Interior 
Department  to  builil  I.S.S  miles  ol  transmission  lines  in  Colorailo  as  part  of  its  live-stale  hv- 
thoelei trit  transmission  system.  The  same  tompany  bail  previously  been  awartletl  two  other 
set  lions  ol  115-kv  lines. 

California’s  legislature,  longest  in  session  ol  any  Western  slate,  hatl  not  atletl  on  several 

tontroversial  bills  belore  it.  One  of  them,  SB  H2S,  to  amenti  the  tontratiors  listing  law  in 

regaril  to  pidtlic  works  anti  retpiire  through  the  tonti actors  litense  law  telegraphit  biililing 
protetlures  anti  prespecilietl  subtontract  conilitions,  almost  sj)lit  u|)  the  Construction  Intluslry 
Legislative  Countil  matle  up  ol  representatives  ol  the  various  trails.  Norman  Feiguson,  N  E- 
(  A  Distritt  P  \ite  presitlent,  expressetl  the  N  EC.\  ilisapproval  of  the  tountil  s  aition.  He 
mainlaineil,  insteatl,  the  problem  shoultl  have  been  relerretl  to  the  interim  stutly  lonnnit- 
lees.  .\lter  a  spirileil  tonnnitlee  hearing,  it  was  relerretl  to  interim  stutly  anil  is  “tleatl"  lor 
the  present. 

Opinittn  was  likewise  divided  in  the  consti uctitm  inilustry  over  the  so-talletl  “commtm  Si¬ 
tus”  bill  belore  tongress  to  permit  construction  site  pitketing  anil  thus  nullily  law  against 
setontlary  boytolls.  While  the  NE(;.\,  with  its  strong  union  alliliation,  olliiially  entloisetl  the 
legislation  anti  its  representatives  appeareil  belore  sidnommillees  in  hearings  on  the  bill,  other 
segments  ol  the  construction  intluslry  were  violently  ojjposeil,  feeling  that  it  woidtl  taiise  nu¬ 
merous  nuisance  strikes  over  small  jurisilictional  issues  or  the  use  of  new  materials  or  tools. 

Another  plant  maintenance  show  and  an  electronics  show  were  stheihdetl  in  the  next  two 
months.  1  he  Western  Plant  Maintenance  ami  Engineering  .Sht>w’  contiutteil  bv  Clapp  N-  Po¬ 
liak  will  be  belli  at  Los  .\ngeles'  Pan  Pacific  .\uilitorium  [uly  IH-20,  atcoriling  to  R.  L.  .Sal 
ing,  regional  managei  of  maintenance  proilucts.  Westinghouse,  ihairman  of  the  boartl  ol 
s|)onsors.  L.  C.  .Morrow,  retiretl  Mt (iraw-Hill  etlitor,  will  tonilutt  a  series  ol  tonlerent es. 
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The  last  such  show  was  held  in  1957  .  .  .  WESCON’s  1961  show  and  main  technical  pro¬ 
gram,  Aug.  22-25,  will  be  at  the  San  Francisco  C^ow  Palace,  with  some  evening  sessions  and 
related  activities  held  at  downtown  hotels  .  .  .  The  Electrical  .Maintenance  Engineers  Assn,  of 
California  has  announced  dates  for  its  11th  Biennial  Electrical  Industry  Show,  March  28-31, 
1962,  at  the  Shrine  Exposition  Hall,  Los  Angeles.  C^harles  H.  Hays,  Electrical  Estimators  Inc., 
is  chairman. 

“Give  It  the  Light  Touch,”  the  1961  lighting  sales  campaign,  was  launched  May  23  in 
Phoenix  by  the  total  electrical  industry.  The  campaign  is  sponsored  by  the  Valley  of  the  Sun 
Electric  League  with  participation  by  .Arizona  Public  Service,  National  Electrical  Contractors 
.Vssn.,  Electrical  Joint  Industry  Boanl,  manufacturers’  representatives,  distributors  and  the 
Salt  River  Power  District.  .A  banquet  at  which  George  Taylor,  former  president  of  the  Illu¬ 
minating  Engineering  Society,  was  featured  speaker  kicked  off  the  campaign.  An  exhibit  of 
modern  lighting  techniques  followed  with  30  exhibitors  displaying  products.  C^ommercial  and 
industrial  customers  throughout  the  state  attended. 

.An  electric  heat  scmiinar  was  staged  in  Reno  June  6,  7  and  8  sponsored  by  Sierra  Pacific 
Power  Cio.  in  conjunction  with  the  Live  Better  Electrically  program  and  with  the  assistance 
of  Emerson  Electric  Co.’s  Bruce  Ross.  Three-  and  four-hour  sessions  for  groups  of  electrical 
contractors,  utility  employees,  design  groups  and  distributors,  and  shorter,  more  general  one- 
hour  meetings  for  financiers,  P'H.A  and  builders  were  conducted. 

Of  its  17^  per  hour  increase  to  the  public  on  the  previously  negotiated  wage  increase  in 
San  Francisco,  only  2<  goes  to  actual  take-home  pay,  the  rest  is  split  up  to  increase  health  and 
welfare,  vacations,  and  to  begin  a  local  pension  fund  in  addition  to  the  national  one.  VV^hen 
and  if  the  national  fund  is  enlarged,  it  is  avowed  that  this  local  pension  fund  will  be  incor¬ 
porated  into  it. 

I'he  Puget  Sound  C^hapter,  NECA,  Seattle,  reports  that  electrical  construction  bid-work  vol¬ 
ume  doubled  in  March  and  .April  compared  with  January  and  February  of  this  year.  Accord¬ 
ing  to  the  NECA  statistical  department,  bid-work  volume  in  the  Seattle,  Everett,  Bellingham 
and  Bremerton  area  was  approximately  $750,000  in  each  of  the  two  first  months  of  the  year 
while  .March  bid  volume  rose  to  $1,434,412  and  .April  was  $1,735,234.  NECA  members  were 
low  bidders  on  91^  of  the  .April  volume  and  74%  of  the  bid  volume  for  1961. 

From  the  Dc'sk  of  Paul  E.  Brookover,  President 
Rocky  Mountain  Electrical  League 

The  Light  for  Living  committee,  together  with  the  Illuminating  Engineering  Society,  did 
an  outstanding  job  of  outdtxir  and  garden  lighting  at  the  Colorado  Garden  Show,  March  26 
to  .April  2.  .Attendance  at  the  show  far  exceeded  the  expectations  and  many  compliments 
and  requests  for  information  on  garden  lighting  resulted. 

The  Laundry  promotion  —  “Wash  ’N  Wear  Fashion  Fair”  —  was  completed  on  March  31. 
Dealers  in  our  area  reporteil  outstanding  sales  and  activity  as  the  result  of  this  promotion. 

'I'he  Dishwasher  promotion  —  “Don’t  Be  One  — Buy  One”  —  was  concluded  on  .May  31. 
.Again,  reports  throughout  the  area  indicate  sales  far  in  excess  of  last  year. 

1  he  annual  spring  conference  was  held  at  the  Harvest  House,  Boulder,  Colo.,  on  April  16- 
18,  with  attendance  below  that  of  last  year.  However,  those  at  the  conference  liked  the  new 
method  of  two  general  morning  sessions,  which  allowed  ample  time  for  individual  afternoon 
sessions  in  engineering,  sales  and  promotion,  accounting  and  industrial  relations. 

•As  this  is  written  preparations  are  being  made  lor  the  Ross  Adams  Golf  Tourna¬ 
ment  to  be  held  at  the  Lakewood  Country  Club  on  June  12.  We  anticipate  that  participa¬ 
tion  in  the  tournament  will  exceed  last  year. 

.Meryl  .Mentzer,  field  representative  of  the  League,  has  been  under  the  weather  with  a  heart 
attack  since  .March  16.  He  is  progressing  very  well  and  we  anticipate  he  will  return  to  the 
office  soon. 
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HOW  MUCH 
MONEY 
^ GOULD 


Just  glancs  at  these  time^and- 
work-saving  features  of  C-L-X 
.Cable  Systems  by  SIMPLEX* 


C-L-X  installs  "as  is”  .  .  .  eliminates  the  cutting,  threading,  and 
pulling  operations  necessary  with  conventional  duct  or  conduit. 


You’ll  see  how  easily  this  packaged 
combination  of  cable  and  pliable,  imper* 
vious  metallic  sheath  installs.  You’ll  see 
why  it  cuts  installation  cost  to  a  fraction 
of  that  required  for  conventional  cable 
and  duct.  Then  find  out  how  much 
money  today’s  easiest-to-install  cable 
system  can  save  you. 

C-L-X  is  available  with  plastic-jacketed 
sheaths  of  steel  and  with  sheaths  of 
aluminum,  bronze,  or  copper  —  with  or 
without  plastic  jacket.  It’s  the  choice 
of  chemical  plants,  oil  refineries,  paper 
mills,  utilities,  industrial  plants  — wher¬ 
ever  severe  environmental  conditions 
exist.  Write  today  for  your  firee,  illus¬ 
trated  brochure  on  C-L-X. 


C-L-X  is  pli.ible  .  .  .  can  be 
handled  smoothly  on  a  stand¬ 
ard  size  reel. 


C-L-X  is  easily  trained  any¬ 
where,  in  continuous,  long- 
length  runs. 


C-L-X  installs  without  the 
need  for  benders,  sand,  el¬ 
bows,  or  similar  fittings. 


C%L-X  is  versatile.  It  can  be 
installed  with  clamps,  in 
trays  or  ladders,  or  directly 
buried  in  the  ground. 


electrical  welding  of  sheath 
OUTER  ROLLER  ELECTRODE 


HOLLOW  INNER  ELECTRODE 


CORRUGATED  SHEATH 


MOTION 


WIRE  &  CABLE  CO. 

Cambridge,  MaewLchueetta  •  Newington,  N.H. 


CORRUGATING  UNIT 


sheath  FORMING 


•HffTALLlC  STRIP 


How  C-X-L  is  made. 


DERSON  ELECTRIC 

CORPORATION 

Research^  Qualilyj  I’erlormancej  in  Aluminum  and  Ilrome  Products 

BIRMINGHAM  I.  ALABAMA 


